From: Lawler, Michael (DPH) 

Sent: Tuesday, March 08, 2011 10:04 AM 

To: Renczkowski, Daniel (DPH); Piro, Peter (DPH); Tran, Mai (DPH); Medina, Nicole (DPH); 

Tan, Zhi (DPH); Corbett, Kate (DPH); Saunders, Della (DPH); Glazer, Lisa (DPH); Frasca, 
Daniela (DPH); Khan, Annie (DPH); O'Brien, Elisabeth (DPH) 

Subject: RE: FDA Rx website 


I’ve never used this site. Could we use it rather than Micromedex? 

The Micromedex site is becoming increasingly problematic and imprecise. Colors are wrong (for example, Swedish 
Orange is really red) and descriptions are badly worded (for example, one cannot distinguish whether a particular mark is 
on one side of a tab or the other). 


From: Renczkowski, Daniel (DPH) 

Sent: Tuesday, March 08, 2011 9:40 AM 

To: Piro, Peter (DPH); Tran, Mai (DPH); Medina, Nicole (DPH); Tan, Zhi (DPH); Lawler, Michael (DPH); Corbett, Kate 
(DPH); Saunders, Della (DPH); Glazer, Lisa (DPH); Frasca, Daniela (DPH); Khan, Annie (DPH); O'Brien, Elisabeth (DPH) 
Subject: FDA Rx website 

For those who don’t have it, here is the link to the FDA database of prescription Rx’s: 
http://www.accessdata.fda.gov/scripts/cder/druqsatfda/ 
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